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utensils. In many instances it will be found that handling is at fault and
that utensils have not,been properly sterilised. If the fault appears to lie
with the producer, the Milk Production Officer of the county should be
notified so that farm conditions can be investigated. Whether the fault be
transient or permanent, the cause of contamination as evidenced by the
laboratory report should receive adequate attention.